YMCA HOTEL 

826 S. WABASH AVENUE - CHICAGO 
• For Men, Women and Families. 2000 Fire¬ 
proof rooms. Many with running water. Some 
with private bath. Rates from $1.00 to $2.00 
per day. Daily programs, entertainments and 
concerts. Within walking distance of a beach. 


These marine type built-in bed room units 
installed at the Chicago Y.M.C.A. Hotel were 
designed by the hotel staff. 
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